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SUBJ: FAA CERTIFICATION OF PORTUGUESE MILITARY 
INSTALLATION 

REE: LISBON 3986 

1. PORTUGUESE COMMANDER OF ALVERCA MILITARY INSTALLATION 
(BRIGADEIRO ESPANDINHA) CALLED COMMATT JUNE 29 INQUIRING 
WHETHER FAA HAD MADE DECISION ON CERTIFICATION OF INSTALLA- 
TION FOR REPAIR OF COMMERCIAL AIRPLANE ENGINES. ESPADINHA ALSO 
OFEERED TO PROVIDE ANY EURTHER NECESSARY INEORMATION ABOUT 
INSTALLATION'S CAPABILITIES. 
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2. WOULD APPRECIATE INEORMATION ON REQUEST EOR CERTIEICATION 
OE ALVERCA. PLEASE ADVISE IE ADDITIONAL INEORMATION IS 
REQUIRED. CARLUCCI UNQUOTE KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ShawDG 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 
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Document Source: CORE 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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